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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


9 May 1978 


Air Force Office of Special 
[Investigations (IVO) 

Room 1H087 

Forrestal Building 

Washington, D. C. 20314 


Dear Sirs: 

It is requested that the DCI Security Committee be 
placed on automatic distribution for all future AFOSI Special 
Reports and for the "Quarterly Counterintelligence Digest." 
These reports are published by the OSI and are of great 


interest to this Committee. 


-Executive Secretary 
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